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Variable Volume Air 
Conditioning 

A Low-Cost, High Performance Lab HVAC 
Design. Habib U. Khawja. P 39. Sep- 
tember. 

Controlling Minimum Ventilation Volume 
in VAV Systems. John P Kettler. P 45. 
May. 

Energy Retrofit of Aircraft Hangar Facil- 
ity. Brian O’Donnell. P 48. December. 

Outside Air Ventilation Control and Moni- 
toring. Eric G. Utterson, Harry J. Sauer, 
Jr.'P 31. January. 

Volume Matching Control: Leave the 
Outdoor Air Damper Wide Open. John 
E. Seem, John M. House, Curtis J. 
Klaasen. P 58. February. 


Ventilation 
450 Golden Gate Project: BACnet’s™ 
First Large-Scale Test. Martin A. 





Applebaum, Steven T. Bushby. P 23. 
July. 

A Low-Cost, High Performance Lab HVAC 
Design. Habib U. Khawja. P 39. Sep- 
tember. 

Applying Process Hazard Analysis to 
Laboratory HVAC Design. John O. 
Varley. P 54. February. 

Controlling Minimum Ventilation Volume 
in VAV Systems. John P. Kettler. P 45. 
May. 

Dehumidification Issues of Standard 62- 
1989. Douglas R. Kosar, Michael J. 
Witte, Don B. Shirey, Roger L. Hedrick 
P 71. March. 

Dental Ventilation Theory and Applica- 
tions. Paul T. Ninomura, George Byrns 
P 48. February. 

Designing Ventilation with Heating: 
Natural History Museum in 1873 Lon- 
don. Jeffrey Cook. P 44. April 

Diagnostics for Outdoor Air Ventilation 
and Economizers. Michael Brambley, 
Robert Pratt, David Chassin, Srinivas 
Katipamula, Darrel Hatley. P 49. Oc- 
tober. 

Fresh Air Treatment in Hot and Humid 
Climates. George J. Berbari. P 64. Oc- 
tober. 

HVAC for Domed Stadium. 
Towell. P 47. July. 

Outside Air Ventilation Control and Moni- 
toring. Eric G. Utterson, Harry J. Sauer, 
Jr. P 31. January. 

Retrofit at Art Museum. Jim Dawson, 
Chris WA. Fredericks. P 43. Septem- 
ber. 

Total Systems Design. Harry John Boody 
P 50. August. 

Ventilation Where It’s Needed. Dennis 
A. Stanke. P 39. October. 

What Engineers Want in a Ventilation 
Standard. P 30. June. 


Robert L. 


Vibration 
Solving Noise Control Problems. Frank 
Guenther. P 34. February. 


Water Treatment 

Using Ozone for Water Treatment. 
Scott E. Mayes, Tom Ruisinger. P 
39. May. 


Weather Data 

The Great Energy Predictor Shootout II: 
Measuring Retrofit Savings. J. S. Haberl. 
P 49. January. # 
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